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Message Text 


PAGE 01 STATE 198889 

17 

ORIGIN COME-OO 

INFO OCT-01 EA-07 10-10 ISO-OO EB-07 LAB-04 AGR-05 CIAE-00 

INR-07 NSAE-00 SP-02 STR-04 TRSE-00 CIEP-01 FRB-03 

OMB-01 L-03 AID-05 /060 R 

DRAFTED BY COMMERCE:AGAREL:CSH 
APPROVED BY EB/ICD/FTD :C AN GEVINE 
EA/PHL:RWILNER 
LABOR:ESWEENEY 

020984 

R211834Z AUG 75 
FM SECSTATE WASHDC 
TO AMEMBASSY MANILA 
INFO USMISSION GENEVA 

LIMITED OFFICIAL USE STATE 198889 

E.O. 11652: N/A 
TAGS: ETRD, RP 
SUBJECT: TEXTILES 

REF: MANILA 11319 

GENEVA FOR PHELAN 

1. WE ARE TRANSFERRING 300,000 DOZEN OR 4 MILLION SQUARE 
YARDS EQUIVALENT OUT OF GROUP I INTO GROUP II AND NEW GROUP 
LEVELS WILL BE 1 13 AND 76 MILLION SQUARE YARDS, RESPECT- 
IVELY. WE PRESUME PIO DE RODA REALIZES THIS MEANS THAT ALL 
SHIPMENTS IN CATEGORY 223 WILL BE CONSIDERED NON-TRADIT- 
IONAL, SINCE NO AMOUNT HAS BEEN LEFT FOR THE TRADITIONAL 
AREA. MAW 

LIMITED OFFICIAL USE 


« END OF DOCUMENT » 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 26 AUG 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TEXTILES, TRADE AGREEMENTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 98889 

Document Source: ADS 

Document Unique ID: 00 

Drafter: COMMERCE:AGAREL:CSH 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Film Number: D750290-0662 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975081 01 /baaaasrb.tel 

Line Count: 46 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ORIGIN COM 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 9 JUN 2003 by CunninFX>; APPROVED <07 NOV 2003 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: n/a 

TAGS: ETRD, RP, US 

To: MANILA INFO GENEVA 

Type: TE 
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